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Message Text 

CONFIDENTIAL 

PAGE 01 FRANKF 07403 142200Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO /028 W 

030246 152026Z/20 

R 141112Z SEP 78 
FM AMCONSUL FRANKFURT 
TO AMEMBASSY TUNIS 
INFO SECSTATE WASHDC 3285 
AMCONSUL CASABLANCE 

CONFIDENTIAL FRANKFURT 7403 

TUNIS FOR PSO, DEPT FOR SY/OPS/T, CASABLANCA FOR TSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR - AIRCONDITIONER 
REF: (A) STATE 220873, (B) TUNIS 6268 

1 . REF (A) ADVISED TUNIS AVAILABILITY OF REPLACEMENT ACR 
AIRCONDITIONER FROM RTC FRANKFURT PROVIDING COMPATIBILITY 

OF POWER REQUIREMENTS. POST ADVISED ALL CONCERNED THAT POWER 
SERVICE IS COMPATIBLE IN REFTEL (B). 

2. RTC FRANKFURT HAS TAKEN DELIVERY ON NEW AIRCONDITIONER 
UNITS BUT HAS NOT YET RECEIVED NECESSARY SHEET METAL TRANSI- 
TIONS FROM VENDOR. DELIVERY IS PROMISED BY 18 SEPTEMBER. 

UPON RECEIPT, RTC WILL EXPEDITE CHECKOUT AND FORWARD COMPLETE 
UNIT TO TUNIS. ASSUMING VENDOR MEETS DELIVERY COMMITMENT 
REPLACEMENT UNIT SHOULD BE SHIPPED FIRST OR SECOND WEEK OF 
OCTOBER. POST AND TSO WILL BE ADVISED BY FOLLOW-UP MESSAGE. 
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